DQCKETED ITEMS      97

9107290238 Forwards Change 7 to Rev 17 to physical security plan.EncI withheld (ref
10CFR73.21).

SHIFFER.J.D. Pacific Gas & Electric Co. 91/07/23. Document Control Branch (Docu-
ment Control Desk). 1p. 58592:124-58592:124.

9107290255 Forwards response to violations noted in insp Rept 50-275/91-12 & 50-
323/91-12 re Severity Level II violations & noncited violations re security.Response
withheld (ref 10CFR73.21).

SHIFFER.J.D. Pacific Gas & Electric Co. 91 /07/23. Document Control Branch (Docu-
ment Control Desk). 2pp. 58592:125-58592:126.

M. Antitrust correspondence

9107100277 Forwards repts on status of 890608 order before US District Court for
Northern District of California re recovery of payment of non-firm surplus Northwest
energy.

WARNER.CJ. Pacific Gas & Electric Co. 91/06/28. GODY.A.T. Program Manage-
ment, Policy Development & Analysis Staff (Post 870411). 18pp. 58395:138-
58395:155.

9107310020 Advises that on 910621,util appealed decision in US vs Pacific Gas & Elec-
tric Co to US Court of Appeals for Ninth Circuit & cites of Alameda.Lodi & Ukiah filed
cross-appeals. US decided not to enter appeal in case.

DOWDEN.LG. Spiegel & McDiarmid. 91/07/19. GODY.A.T. Program Management,
Policy Development & Analysis Staff (Post 870411). 1p. 58623:101-58623:101.

O. Advisory Committee on Reactor Safeguards reports & correspondence

9107250047 Forwards proposed FR notice re ACRS Subcommittee on Extreme External
Phenomena 910807 meeting in Bethesda,MD to discuss plant long-term seismic pro-

PS3b,H. Project Directorate V. 91/07/17. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 58535:212-58535:217.

-9107250051 FR notice of ACRS Subcommittee on Extreme External Phenomena
910807 meeting in Bethesda.MD to discuss plant long-term seismic program.
QUITTSCHREIBER Office of Nuclear Reactor Regulation, Director (Post 870411). 91 /
07/15. 2pp. 58535:216-58535:217.

P. Operating license stage documents & correspondence

9107020098 Notification of 910628 meeting w/util in Walnut Creek.CA to update NRC
on facility PRA program.

RICHARDS.SA Region 5 (Post 820201). 91/06/20. Region 5 (Post 820201). 2pp.
58253:273-58253:274.

9107020467 Summary of 910618 meeting w/util in Rockville.MD re use of results of
long-term seismic program in future mods at plant.NRC recommended that licensee
include 230-volt switchyard in table 1.

ROOD.H. Project Directorate V. 91/06/20. Project Directorate V. 10pp. 58279:014-
58279:023.

9107080191 Forwards amends 63 & 62 to licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends allow determination of quadrant power tilt ratio by either full
incore flux map or by symmetric flux thimble measurement.

ROOD.H. Project Directorate V. 91/06/26. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 58314:218-58314:228.

-9107080194 Amends 62 & 63 to licenses DPR-82 & DPR-80.respectively. revising
Tech Specs to allow determination of quandrant power tilt ratio by either full incore
flux map or by symmetric flux thimble measurement.
DYER.J.E. Project Directorate V. 91/06/26. 6pp. 58314:221-58314:226.

-9107080195 Safety evaluation supporting amends 63 & 62 to licenses DPR-80 & DPR-
82,respectively.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 91/06/26. 2pp.
58314:227-58314:228.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list end.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107030358 Forwards amends 62 & 61 to licenses DPR-80 & DPR-82 respectively &
safety evaluation.Amends revise combined TS re two redundant steam supply sources
for turbine-driven auxiliary feedwater pump.

ROOD.H. Project Directorate V. 91/06/27. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 58288:224-58288:239,

-9107030359 Amends 62 & 61 to licenses DPR-80 & DPR-82,respectively, revising
combined TS re redundant steam supply sources for turbine-driven auxiliary feedwater
pump.
DYER.J.E. Project Directorate V. 91/06/27. 9pp. 58288:227-58288:235.

-9107030362 Safety evaluation supporting amends 62 & 61 to licenses DPR-80 & DPR-
82,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/27. 4pp.
58288:236-58288:239.

9107090070 Forwards amend 64 & 63 to licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends add TS 3/4.7.1.6 & associated bases to assure operability
of steam generator 10% atmospheric dump valves.

ROOD.H. Project Directorate V. 91/06/27. SHIFFER.J.D. Pacific Gas & Electric Co.
2pp. 58335:190-58335:203.

-9107090078 Amends 64 & 63 to licenses DPR-80 & DPR-82,respectively. adding TS
3/4.7.1.6 & associated bases to assure operability of steam generator 10% atmos-
pheric dump valves for mitigation of steam generator tupe rupture accident.
DYER,J,E. Project Directorate V. 91 /06/27. 9pp. 58335:192-58335:200.

-9107090083 Safety evaluation supporting amends 64 & 63 to licenses DPR-80 & DPR-
82,respectively,

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/27. 3pp.
58335:201-58335:203.

9107030322 Notification of 910710 meeting w/util in Rockville.MD to discuss capability
of 4.16-kV circuit breakers at facility to perform safety function.
ROOD.H. Project Directorate V. 91/06/28. DYER.J.E. Project Directorate V. 3pp.
58280:282-58280:284.

9107120062   Forwards   info   related  to   util   purchase   of   addl   emergency   diesel
generator.per 910429 exit meeting.lnfo withheld (ref 10CFR2.790(b)(4)).
SHIFFER.J.D. Pacific Gas & Electric Co. 91/06/28. Document Control Branch (Docu-
ment Control Desk). 1p. 58408:039-58408:043.

-9107120067 Requests that proprietary data related to util purchase of diesel generator
be withheld (ref 10CFR2.790(b)(4)).

MORRELL.W. General Electric Co. 91 /06/26. MURLEY.T. Office of Nuclear Reactor
Regulation, Director (Post 870411). 4pp. 58408:040-58408:043.

9107150002 Forwards "Evaluation of Reactor Vessel Integrity Split Fractions for Various
PTS Challenges," as part of long-term seismic program PRA.
SHIFFER.J.D. Pacific Gas & Electric Co. 91/07/03. Document Control Branch (Docu-
ment Control Desk). 27pp. 58446:334-58446:360.

9107180191 Notification of 910715 meeting w/util in Rockville.MD to discuss commer-
cial grade dedication activities re installation of sixth emergency diesel generator.
DYER.J.E. Project Directorate V. 91/07/10. MURLEY.T.. MIRAGLIA.F., RUSSELL,W.
Office  of Nuclear  Reactor Regulation,  Director  (Post 870411).  5pp. 58457:145-
58457:149.

9107240001 Forwards revised implementation procedure for future plant mods from
long-term seismic programmer 910620 meeting w/NRC.

SHIFFER.J.D. Pacific Gas & Electric Co. 91/07/16. Document Control Branch (Docu-
ment Control Desk). 9pp. 58551:110-58551:118.

9107240048 Notification of 910723 meeting w/util in Rockville.MD to discuss long-term
seismic program.

ROOD.H. Project Directorate V. 91/07/16. MURLEY.T., MIRAGLIA.F., RUSSELL.W.
NRC - No Detailed Affiliation Given. 4pp. 58521:258-58521:261.

9107240176 Provides info re gashes identified in polyethylene liner of high integrity con-
tainer used at plant.

SHIFFER.J.D. Pacific Gas & Electric Co. 91/07/16. BANGART.R.L Division of Low-
Level Waste Management & Decommissioning (Post 870413). 3pp. 58550:250-
58550:252.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729),
91/06/17. Consolidated Edison Co, of New York, Inc. 70pp. 58568:164-58568:234.

9107030041 Informs of fitness for duty insp scheduled for wk of 910916- 20 at
facility.lnterviews will be conducted onsite w/manager & personnel responsible for
onsite collection of specimens.

REESE.J.H. Region 5 (Post 820201). 91/06/17. SHIFFER.J.D. Pacific Gas & Electric
Co. 3pp. 58265:044-58265:046.

9106130344 NRC Info Notice 91-040. "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ," Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp, 58297:207-58297:293.

9107030051   Forwards  Safeguards   Insp   Repts  50-275/91-12  &  50-323/91-12  on
910513-17 & notice of violatSon.EncIs withheld (ref 10CFR2.790(d) & 73.21).
SCARANO.R.A. Region 5 (Post 820201). 91/06/25. SHIFFER,J,D. Pacific Gas & Elec-
tric Co. 3pp. 58393:014-58393:016.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals,"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169  NRC Info Notice 91-042. "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58435:067-58435:152.

9107030372 Forwards SALP input for plant units 1 & 2 re results of recently completed
procurement assessment at site led by vendor insp branch.

NORRHOLM.LJ. Vendor Inspection Branch. 91/06/28. DYER.J. Project Directorate V.
2pp. 58288:219-58288:220.

9107120234 Forwards mgt meeting insp repts 50-275/91-17 & 50-323/91-17 on 910528
re main condenser steam dump valve failures.

ZIMMERMAN.R.P. Region 5 (Post 820201). 91/06/28. SHIFFER,J,D. Pacific Gas &
Electric Co. 3pp. 58381:310-58381:349.

-9107120235 Mgt meeting insp repts 50-275/91-17 & 50-323/91-17 on 910528-Major
areas discussedrlicensee efforts in resolving failures of main condenser steam dump
valves.
MORRILUP.J. Region 5 (Post 820201). 91 /06/28. 37pp. 58381:313-58381:349.ion 5 (Post 820201), 91/07/19. WOMACK.LF. Pacific Gas & Electric
